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FORT PITT BOULEVARD, PITTSBURGH, PA. 


Interchanges to Penn-Lincoln Parkway showing ramps 
to Fort Pitt Bridge. The Penn-Lincoln Parkway is a 
non-stop expressway which extends a distance of 27 
miles and was built at a cost of $140,000,000. It 
crosses many bridges and bores its way through two 
tunnels along its course from the Pennsylvania Turn- 
pike to Greater Pittsburgh Airport. 
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